Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Text 

UNCLASSIFIED 

PAGE 01 AMMAN 02445 301204Z 

ACTION EB-08 

INFO OCT-01 CAB-05 CIAE-00 COME-OO DODE-OO DOTE-OO 
INR-07 NSAE-00 FAA-00 XMB-04 L-03 SS-15 NSC-05 
AF-10 NEA-10 EUR- 12 EA-09 ARA-10 ISO-OO /099 W 

301949Z 080597/62 

R 300922Z APR 77 
FM AMEMBASSY AMMAN 
TO SECSTATE WASHDC 1465 
INFO AMEMB KUWAIT 
AMEMBASSY ROME 
AMEMBASSY TEHRAN 
AMEMBASSY PARIS 
AMEMBASSY LONDON 
AMEMBASSY MANILA 
AMEMBASSY ABU DHABI 
AMEMBASSY BANGKOK 
AMEMBASSY MANAMA 
AMEMBASSY BRUSSELS 
AMEMBASSY TOKYO 
AMEMBASSY BRASILIA 
AMEMBASSY SANTIAGO 

UNCLAS AMMAN 2445 

BRUSSELS FOR FAA 

DEPARTMENT PASS COMMERCE FOR COHEN, HALE, MYERS 

E.0. 11652: N/A 

TAGS: EAIR, ETRD, BEXP, JO 

SUBJECT: CORRECTED INFORMATION REGARDING ALIA CURRENT STATUS 
REF: A) AMMAN 2374 

1 . INTEREST RATE FOR LOAN PACKAGE BY WHICH ALIA IS ACQUIRING 
TO BOEING 747-200B COMBI’S (PARAGRAPH #2, REFTEL) SHOULD READ 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 AMMAN 02445 301204Z 

NINE PERCENT VICE ONE PER CENT. 

2. PARAGRAPH #9 OF REFTEL, FLEET INVENTORY AND CONFIGUATION 
(AS OF APRIL 22), IS REPEATED IN ITS ENTIRETY: 

BOEING 747-200B COMBI 1 A/C 26 F.C.PLUS 230 ECONOMY 
SL (SLIDE LOADING) SEATS PLUS 6 MAINDECK 

88"X125" CARGO PALLETS 
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BOEING ADV 727-200 3 15 F.C.PLUS1 14 ECONOMY SEATS 

BOEING 707-320C 1 17 F.C.PLUS130 ECONOMY SEATS 

BOEING 707-384C 2 15 F.C.PLUS 123 ECONOMYSEATS 

(EX-OLYMPIC) 

BOEING 707-321C 1 17 F.C.PLUS130 ECONOMY SEATS 

(EX-PAN AM) 

BOEING 707-321C 1 

(ALL CARGO (EX-PAN AM) 

BOEING 720-21B 1 15 F.C.PLUS1 10 ECONOMY SEATS 

(EX-PAN AM) USED AS TRAINING AIRCRAFT AND 

OPERATIONAL RESERVE; TO BE SOLD. 

ON ORDER: (FOR DELIVERY 
MAY 12, 1977) 

BOEING 747-200B COMBI SL 1 26 F.C.PLUS362 ECONOMY SEATS 

SUDDARTH 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PROCUREMENT, COMMERCIAL AIRCRAFT, LOAN GUARANTEES 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 30-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977AMMAN02445 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 52-0653 
Format: TEL 
From: AMMAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977042/aaaaabcy.tel 

Line Count: 77 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: fb971c9f-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 AMMAN 2374 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 07-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2694810 
Secure: OPEN 
Status: NATIVE 

Subject: CORRECTED INFORMATION REGARDING ALIA CURRENT STATUS 
TAGS: EAIR, ETRD, BEXP, JO, ALIA, BOEING 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/fb971 c9f-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 
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